Accepted:  Vermont  Ave.  Median  Project  -  Final  L... 


Subject:  Accepted:  Vermont  Ave.  Median  Project  -  Final  Landscape  Maintenance 
Field  Inspection 

From:  "Hernandez,  Henry"  <henryhernandez@GriffithCompany.net> 

Date:  09/27/2017  03:16  PM 

To:  "Nicole  Shahenian,  EHBID"  <nicole@ehbid.org> 


Griffith  Company  is  an  employee-owned  company  and  an  equal  opportunity  employer 
CONFIDENTIALITY  NOTICE 

This  message  and  any  attachments  are  intended  only  for  the  use  of  the  addressee 
and  may  contain  information  that  is  privileged  and  confidential.  If  the  reader 
of  the  message  is  not  the  intended  recipient  or  an  authorized  representative  of 
the  intended  recipient,  you  are  hereby  notified  that  any  dissemination  of  this 
communication  is  strictly  prohibited.  If  you  have  received  this  communication 
in  error,  notify  the  sender  immediately  by  return  email  and  delete  the  message 
and  any  attachments  from  your  system. 
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